THE  OLD  AND  THE  NEW  IN  CAMDEN 
SOUTH  CAROLINA 

The  old  Bishop  Davis  House,  1820,  and  the  new 
First  Baptist  Church,  1967,  are  typical  of  the 
blending   of   the   old   and   new   in   historic  Camden. 

Photo  by  Ernest  Ferguson 


23868-C 


PLACE 

STAMP 
HERE 


ost 


